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Spencer //i M v ^ ■ ; ; '0/ i > /■ 

Assistant District Attorney, Suffolk County 

Dear ADA Lord, 

_ Enclo sed are copies of the information you requested regarding sample number 

mHl^tn the following: 

1. Drug Analysis Laboratory Receipt, 

2. Curriculum Vitae for Daniela Frasca and Annie Khan (Doohan). 

3. Control Card with Analytical Results for sample number^^^^^J 

4. Analysis Notation Form for the above sample number. 

5. GC-MS Raw Data Sheets for the above sample number. 

GC-MS confirmatory testing was performed by Annie Khan (Doohan). All other testing was 
performed by Daniela Frasca. if you have any questions or concerns about these facts, 
please contact me at the number below. 


Sincerely, 



Daniela Frasca 
Chemist II 
Drug Laboratory 


617 983-6631 
fax: 617 983-6625 
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DRUG RECEIPT PAGE# 

DESTRUCTION # 


District/Unit '/--V; : : : :: ; 

Name& Rank of Arresting Officer - 'S/b i^<w ID# f OOteO 



Folk OIG PRR 055642 












. Curriculum Vitae 

L Danicla Frasca 

Education 

Boston University School of Medicine, Boston MA 

Currently enrolled in the Biomedical Forensic Science MS Program 

Suffolk University, Boston, MA 

Graduated in 05/1996 and received a Bachelor of Science in Biochemistry 

EXPERIENCE 

Massachusetts State Laboratory Iiistitute/DPH, Jamaica. Plain, MA 01/2001 - present 
DrugLaboratory; Chemistn CfC/'.C 

• Analysis of all substances by chemical screening, microscopy, and instrument confirmation to 
determine the presence of drugs for law enforcement agencies in the Commonwealth of 

Ml:. Massachusetts. ' 

• Appointed assistant analyst on January 29,2001 by the Assistant Commissioner of DPH 

• Completed four weeks of training in drug analysis under the supervision of senior chemists. 

Quest Diagnostics Incorporated, Cambridge, MA 09/1996 -10/2001 

Department of Toxicology: Medical Technologist I 

• Handles comprehensive toxic analysis, therapeutic ding monitoring, forensic drug screening, 
and compound ID’s of biohazard samples utilizing standard operating procedures in clinical 
toxicology. 'f:f 

• Entered data and interpreted results for reporting f L’LL-L 

• QC/QA of multiple analytical instrumentation as well as maintenance 

• Completed 60 days of training under the supervision of doctorate level toxicologists. 

Additional Training 

Northeastern Association of Forensic Scientists 

Designer Drugs Clandestine labs 

Agilent Instruments and Software Digital Photography 

McCrone Research Institute 
Forensic Polarized Microscopy 
Polarized Microscopy of Illicit Drugs and Excipients 

Massachusetts State Laboratory Institute 

Expert Witness 

Raman Spectroscopy.: 1 AyA\ : 

Associations and Programs 

• Northeastern Association of Forensic Scientists (NEAPS) 

• The International Association of Forensic Toxicologists (TIAFT) 

• The International Association of Therapeut ic Drag Monitoring 
And Clinical Toxicology (IATDMCT) 

• Massachusetts State Science Fair Judge 

• Middle School State Science Fair Judge 

• Volunteer Science Project Mentor/Tutor 
for the TTT Mentor Program 


2001 - present 
2003 - present 
2003 - present 

2000 - present 
2006 - present 
2003 - present 
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Curriculum Vitae 

Annie Khan (Dookhan) 

Education:; 7 7 ; v’:^ M h 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. H. Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drag Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 

purpose of drug analysis. \ 7 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and oontrols/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. : \ ; 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 

2001 -2003 ’ 

QC Analyst I, II. UMMS-Massachusctts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances lor the purpose of QC 
analysis for product and validation projects, 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AO AC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice- Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GCand GC/MS courses with Agilent Technologies and Restek, 

IIPLC course with Waters Cooperation. 

FT 1 R course with Spcctros. 

TOC training with MBL and Sicvers. 

Association: ^ ; 7 ;:7;Y/.L/7-y ; 7,;;L• i. ; 77'7 : ^^/7 ; 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 
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Area Percent /Library Search Report 


Information from Data File: 

File Name . :.' ;: C:\msdchem\l\Systein7\06_29_ll\794250 . D 
Operator : ASD 

Date Acquired : 29 Jun 2011 17:45 V 

Sample Name : BLANK ' 

Submitted by -PXF =. : :^ 

Vial Number 2 -vV:‘ 

AcquisitionMeth: DRUGS.M 

Integrator //‘l. ,RTF /.VMl 1 / \ V/ • v 



Time~> 2,00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9,00 9,50 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


794 25 0 , D Fri Nov 18 09:25 : 31 20.11 Page 1 
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Area Percent /Library Search Report 


Information from Data File: 

File Name 7C: \msdchem\i\System7\06_29_ll\794251 ;D 

Operator : ASD 

Date Acquired : 29 Jun 2011 17:57 

■Sample. Name : COCAINE -STD./ • ;7. 

■Submitted .by.777:;: DXF -/X 
Vial Number; : 16 

AcquisitionMeth: DRUGS.M 
'integrator. V7 : V; : RTE 7: 



Tima :: > [ : _2J0Q 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.60 7.00 7.50 8.00 8,50. 9.00 9.50 



Ret. Time 

•. - Area. 

Area % 

Ratio % 


4.659 7 ^. 777 ' 

1087541.: 

100.00 

100.00 



794251.D Fri Nov 18 09:25;43 2011 Page 1 
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Area Percent / .Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\06_29__ll\794251.D 

Operator : ASD ; ' 

Date Acquired . . : 29 Jun .2011-1.7 SI ) 

Sample Name : COCAINE STD 

Submitted by.';EXKF. ?^v’::• v••hH 

Vial Number : 16 

AcquisitionMeth: DRUGS . M 
Integrator RTE 


Search Libraries: C:\Database\SLI .L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID : ; CAS# ^ : Qual 


1 4.66 C:\Database\SLI.L 

COCAINE 000050-36-2 9 9 


Minimum Quality: 80 
Minimum Quality: 80 


Abundance Average of 4.622 to 4.829 min.: 794251 .DWata.ms (-) 



794251.D Fri Nov 18 09:25:44 2011 Page 2 
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Area Percent /Library Search Report 


Information from Data File: 

File Name : C: \msdchem\l\System7\06__29_ll\794264 . D 

Operator : ; : ASD \ 

Date Acquired : 29 Jun 2011 2Q;42 

Sample Name : BLANK 

Submitted by :DXF 

Vial' Number . : 2 

AcquisitionMeth ; DRUGS , M 

Integrator . y^ v RTE 



Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


.;: Ret / Time ..; Area /. -Area . . % I ; Ratio % 


** *NG INTEGRATED PEAKS*** 


7 94 2 64 D ; 1/ • Fr i : Nov 18 09:26:27 2011 i'/yyl ^/l//Page///.! 
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Area Percent /Library Search Report 


Information from Data File: 

File Name ; .;: €: \msdchem\l\System7\06__29__ll\794265 ,'D 

Operator ASD 

Date Acquired :72<^fur^2011 20:54 

Sample Name : 

Submitted by V : DXF 

:Vial Number ,\ ; .’65 > 

AcquisitionMeth: DRUGS .M ; 

Integrator .: RTE 


Abundance 


TIC: 794265.D\data.ms 


3000000 


2000000 


iooooooi 3.844 : -- 

•1 2.313 7 :V/ i ^ /.'V' ( '://v i" ’ •'/ ^ 

2.107 1 | ;V.v:v:-v.-:^vVV.y,;:; 

0 t I m r - j "r-r - r - r -j-TT--r-r-|-i n’Ty r -, y ^ | i ( i t j i i r t | i ri'T) r - v - rn --p-- v -- rr -p- i i ! | i - j s | i r n“T~r^Tn^rT‘ 

Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 


Ratio % 


2.107 
2.313 
3.844 
4,675 


256337 

366531 

972768 

5790200 


3.47 
4,96 
13.17 
78.40 


4.43 
6.33 
16.80 
100.00 


794265.D 


Fri Nov 18 09:26:52 2011 


Page 1 
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Information from Data File: 

File Name •: C:\msdchem\l\System7\06 29 

Opera tor. 

Date Acquired :^9Jun2011 20:54 

Sample Name 

Submitted.by : DXF 

Vial Number : 65 

AcquisitionMeth: DRUGS.M 

Integrator /'V; :v \ . RTE /-i 


Search Libraries: C:\Database\SLI.L 

iS;C:\Database\NIST05a.L •: 
C: \Database\PMW__TOX2 . L 




Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qua: 


127379-24-2 9 
043021-26-7 9 
007135-82-2 4 


















Area Percent /Library Search Report 


; Information from Data File : ' 

File Name : .C:\msdchem\l\System7\06_29_ll\794265.D 

Operator : ASD 

Date Acquired : 29 Jun 201 1 20:54 

Sample Name • \ ; 

Submitted by : DXF 

Vial Number : 65 

AcquisitionMeth: DRUGS,M 
Integrator : : RTE 


Search Libraries: O:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

^ • // c : \0^.tab>a-3e \ 

v pk# RT : j Library/ID . ; V\ V\V : - : /Qual 


2 2,3.1 ; : C: \Database\NIST05a ;L .•///y 

Ecgonine methyl ester : 106293-’60-1 o• 98 
Ecgonine methyl ester 106293-60-1 97 
Ecgonine methyl ester / 106293-60-1 96 
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information from pat 
File Name : : = /.-V-vV::.-VC s \ 

Operator : ASD 

Date Acquired : 29 

Sample Name //.vyif 
Submitted by : DXF 

Vial Number : 65 

AcquisitionMeth; DRUGS .’M 
Integrator RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\patabase\PMW T0X2.L 


























Area Percent /Library Search Report 


Information from Data File; 

File Name ; ; ; : C: \msdchem\l\System7\06__2?_11\79.426S ,D 

Operator : ASD 

Date Acquired ; 29 Jun 2011 .2Q54 

Sample Name 
Submitted by DXF 

Vial Number 65 

AcquisitionMefch: DRUGS.M 
Integrator : RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST05a. L 
C;\Database\PMW TOX2 . L 


Minimum Quality; 80 
Minimum Quality; 80. 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4,67 C;\Database\SLI.L 
COCAINE : : • 


00005 0 “36 **2 99 


Abundance 


80 


80 


40 


20 


m/z—> 


i . [ T 

40 


Average of 4,622 to 4,823 min.: ?94265.D\data.ms (-) 


82 


42 


55 


67 


60 


94 


105 


122 


135 


152 166 

-jfi 


198 


303 


272 


80 100 120 140 


160 


214 230 244 258 


-rp-nirrn-TT' 1 r j P” 

180 200 220 240 


260 


288 


280 


300 
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Area Percent / Library Search Report 


Information ..from Data .File;. •; 

Pile Name : ■/;: C; \msdchem\l\System7\06_29__ll\794267 .D 
!: Operator V ASD.- V; t 

■ Pate . Acquired :: 29 Jun. 2011:21:20 
Sample Name y yBLANKV;-; 

:; Submitted ;by iy/•; • ''.V; -•: 

Vial Number 2 

;AcquisitionMeth: DRUGS .M ;; 

:' Integrator V ;;: RTE ^^ : 


Abundance TIC: 794267.D\data.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED . PEAKS**’* 


;■ V9425? /p.'-HtivVy■ ; Si'^ : :;Fri^Npy-:-18..'09 :27^08.-2011 Page 1 
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Area Percent /Library Search Report 


Information from Data File: 

File Name . ; C: \msdchem\l\System7\06_29_JLl\794268 , D 

Operator ^ ASD 

Date Acquired : 29 Jurt. 2011 21: 32 

Sample Name : COCAINE STD 

Submitted by / '■ : 

Vial Number 16 i:.' 

•Acquisi tionMet.h: DRUGS , M : 

Integrator ' RTE . • ; : ; ' : 



L4 ;659/: /••i! 10932.20 ' ; 1Q0 iOO. A 100.00 


794268.D Fri Nov 18 09:27;14 2011 


Page l 

















Area Percent / Library Search Report 


Information from Data File: 


File Name • C; \msdchem\l\System7\06_^.29_ll\794268 D 

;:;Operator ; ASD 

Date Acquired : 29 Jun 2011 21:32 

Sample Name : COCAINE STD 
; ■ Submitted by ' 

MM; Vial Number : 1 • V‘16 .v;V.V 
AcquisitionMeth: DRUGS 
MM Integrator. ;. M-V: RTB ..Mm 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTQ5a ,LM Minimum Quality: SO 

; . C:\Database\PMW_TOX2 . L .-MM 

jll PK# ; ;■ RT : Library/XD M CAS# Qual 


1 4,66 M M'C: \Database\SLI ^ L M'-M-M M "M 

MmM'MvMMM; COCAINE;VMM .000050-36“*2 : 99 



M 794268,1). M; M .. . Fri Nov 18 09:27:15 .2011 V i Page 2 
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